Federal Urdu University of Arts, Science and Technology, 1 slamabad 
Tl ME TABLE (Spring 2012) Morning 

[Department of Applied Physics] 

Effective from Monday March 5, 2012 

G-12 



MONE>AY 

TUESDAY 



FRJtAY 

i 

8:30 - 10:00 AM 

SMT 

SMT 

PE 

QM-I 


2 

10:00 - 11:30 AM 


EM 

QM-I 

EM 

PE 

3 

11:30 - 1:00 PM 

MMP-II 

Mech 

Thermo 

Mech 

MMP-II 

4 

1:00 - 2:30 PM 

CM 

Eng 

SSP 

CP 


5 

2:30 • 4:00 PM 


CP 

Cal-ll 

Islamic Std. 

CP 

G-4 

i 

8:30 - 10:00 AM 




TP 

TP 

2 

10:00 - 11:30 AM 

Phy. Chem 

S&S 

Cal-I 

S&S 

Comp Phy. 

3 

11:30 - 1:00 PM 

ED-II 

M&TEP 

CF 

M&TEP 

EMT 

4 

1:00 - 2:30 PM 

SSP-II 

SSP-II 

Diff Eq. 

NP 


S 

2:30 - 4:00 PM 

QM-II 

AMP 

Intro to NP 

QM-II 

AMP 

205 

i 

8:30 - 10:00 AM 


Phy. Chem 


Cal-I 

CF 

2 

10:00 - 11:30 AM 

P&RP 

DE 


DE 

Cal-ll 

3 

11:30 - 1:00 PM 

Thermo 

Intro to QP 

CM 

A&MS 

Islamic Std. 

4 

1:00 - 2:30 PM 


P&RP 

MMP-I 

CP 


5 

2:30 - 4:00 PM 



EMT 

MMP-I 


205A 

i 

8:30 - 10:00 AM 

Pak Studies 

Diff Eq. 

Pak Studies 

OOP 

Plasma-ll 

2 

10:00 - 11:30 AM 

LA 


LA 

Plasma-ll 

Eng 

3 

11:30 - 1:00 PM 

OW&O 

ED 

OW&O 

CA 

Intro to QP 

4 

1:00 - 2:30 PM 

Comp Phy. 

OOP 

NP 

SSP 


S 

2:30 - 4:00 PM 

Intro to NP 

CA 




PL 

i 

8:30 - 10:00 AM 





DE Lab 

2 

10:00 - 11:30 AM 

EMT Lab 

PE Lab 


PL-I 

DE Lab 

3 

11:30 - 1:00 PM 

EMT Lab 

PE Lab 

ED-II 

PL-I 


4 

1:00 - 2:30 PM 

Mech Lab 

EM Lab 

PL-II 

CA Lab 


S 

2:30 - 4:00 PM 

Mech Lab 

EM Lab 

PL-II 

CA Lab 


OL 

i 

8:30 - 10:00 AM 

Lab-Ill 


Lab-Ill 



2 

10:00 - 11:30 AM 

Lab-Ill 


Lab-Ill 



3 

11:30 - 1:00 PM 

Lab-ll 


ED 

Lab-ll 

A&MS 

4 

1:00 - 2:30 PM 

Lab-ll 



Lab-ll 


5 

2:30 - 4:00 PM 






CL 

i 

8:30 - 10:00 AM 


OOP Lab 



S&S Lab 

2 

10:00 - 11:30 AM 

Lab-I 

OOP Lab 



S&S Lab 

3 

11:30 - 1:00 PM 

Lab-I 

CP Lab 


Lab-I 


4 

1:00 - 2:30 PM 

CP Lab 

CP Lab 

CF Lab 

Lab-I 


5 

2:30 - 4:00 PM 

CP Lab 


CF Lab 
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